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1. On i September 1951, 311 Russian military installations in Yierma wre Cireeted 
to discharfe a1] Austrian employees. An unnowm number of interpreters in 
various Besirks Komencatury wre dismissed the sane day and replaced by 
Russian military personnel. 
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2. Austrian workers in Russian 4ruy repair shops and hospitals wre told they 
will be permitted to continue to work until Jussian replacenents are available, 
possibly for two weeks to two months. ‘Jorkers expect the shift to Russian 
workers to be completed soon, since some personnel is being discharged every 
day. The trade union reprerentative of each installation detomiunes the 
cisnissals in the following order: 


a, Nonceomunists 
b. “ucstionable Commmists 
Co Active KPCe menbers 


Source states that active KPOe meabers have been aivised to sock new enploy~ 
ment tirough the KPGe Central Comultteets Labor Consultant eléuann (fnu). 


25X1A BE en: Another source reports that sone of the Austrian employees 
oo the “ussian ‘ofvarce Officers’ Tub have alreacy been Cisrtissed, and that 
the rest have been piven notice to Icave by 10 Ceteber. The latter will be 
allottec no e:tra pay as reouired by Austrian Law, 
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